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Message Text 

UNCLASSIFIED 

PAGE 01 GABORO 00149 2I0534Z 
ACTION AF- 10 

INFO OCT-OI ISO-00 SS-I5 CIAE-00 DODE-00 INR-07 
NSAE-00 PA-02 USIA-15 PRS-01 SP-02 NSC-05 /058W 

096763 2I1404Z/4I 

R20I34IZ JAN 78 
FM AMEMBASSY GABORONE 
TO RUEHCSECSTATE WASHDC 1437 
INFO AMEMBASSY MASERU 

UNCLAS GABORONE 0149 

E.O. 11652: N/A 
TAGS: PGOV, BC 

SUBJECT: PRESIDENT KHAMA IN HOSPITAL EOR MEDICAL CHECK-UP 

RADIO BOTSWANA JANUARY 20, 1978, CARRIED ANNOUNCEMENT EROM 
OFEICE OF THE PRESIDENT THAT PRESIDENT KHAMA HAS BEEN ADMITTED 
FOR CHECK UP AT THE SCOTTISH LIVINGSTONE HOSPITAL IN MOLEPOLOLE 
WHERE HE WILL REMAIN FOR A FEW DAYS. ALBERTI 
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Copy: SINGLE 

Draft Date: 20 jan 1978 

Decaption Date: 01 jan 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 jan 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978GABORO00149 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780032-1094 

Format: TEL 
From: GABORONE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780141/aaaabipq.tel 

Line Count: 32 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 5f25c7e1-c288-dd11-92da-001cc4696bcc 
Office: ACTION AF 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
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Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3742701 
Secure: OPEN 
Status: NATIVE 

Subject: PRESIDENT KHAMA IN HOSPITAL FOR MEDICAL CHECK-UP RADIO BOTSWANA JANUARY 20, 1978, CARRIED ANNOUNCEMENT 
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